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Message Text 

CONFIDENTIAL 

PAGE 01 FRANKF 03243 201439Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

102107 210847Z/13 

R 191500Z APR 78 
FM AMCONSUL FRANKFURT 
TO SECSTATE WASHDC 1677 
AMEMBASSY ATHENS 

CONFIDENTIAL FRANKFURT 3243 

DEPT FOR SY/OPS/T, ATHENS FOR RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR DAMASCUS 

REF (A) STATE 96754, (B) ATHENS 3187 

1 . RTC FRANKFURT HAS FOLLOWING SIGNAL GENERATORS AVAILABLE; HOWEVER, 
SY/T SHOULD KEEP IN MIND THESE GENERATORS ARE PERIODICALLY USED FOR 
CALIBRATION AND ANALYSIS IN MICROWAVE MEASUREMENT ON GOING 
REQUIREMENTS. 

- HP-612A FREQUENCY RANGE. 45-1.2 GHZ. 

- HP-616B FREQUENCY RANGE 1.8 - 4.2 GHZ. 

2. RTC DOES NOT HAVE CUTLER HAMMER COMB. GENERATOR. ALTHOUGH EXACT 
MEASUREMENT DETAILS NOT KNOWN, RTC DOES HAVE WAVETEK MODEL 2001 
SWEEP/SIGNAL GENERATOR (0-1.4 GHZ) WHICH MAY SUFFICE. 

3. RTC HAS ONE KAY MODEL 30-0/432D, O-l GHZ. 

4. AT PRESENT RTC HAS ONLY ONE OPERATING MODEL 491 SPECTRUM ANALYZER. 
DUE TO ON-GOING OPERATIONAL REQUIREMENTS, RTC RELUCTANT TO MAKE THIS 
UNIT AVAILABLE. 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 FRANKF 03243 201439Z 

5. REUEST ATEHNS AND/OR SY/T ADVISE IF RTC UNITS SHOULD BE 
PUCHED DAMASCUS.LEHMANN 
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